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FOR MAGNETIC STABILITY 


IND NO WONDER! At the heart of 
_ this meter is a G-E alnico magnet 


This surge-resisting magnet owes its stability 
to (1) all-welded, one-piece construction, (2) 
careful control of material and dimensions # 
every step in manufacture, and (3) the inherent 
ly high coercive force of alnico. It helps make 
the I-30 a meter you can depend upon—a metéf 
that maintains its excellent performance unde 


increasing loads in both urban and rural service 


Include the I-30 in your metering progratl 
WATTHOUR It’s the safe thing to do. Apparatus Departmen 
METERS General Electric Company, Schenectady 5, N. ‘ 
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House Committee Slashes 
Funds for Public Power 


Appropriations Group not only Makes Severe Cuts in Requests In- 
cluded in Deficiency Appropriation Bill but also Goes on Record 
against Construction of Transmission Lines to Dispose of Federal Power 


The fuse was lit this week for what 
should be a major legislative explosion 
over federal policy on electric power 
when the House Appropriations Com- 
mittee reported the first deficiency ap- 
propriation bill with severe cuts in 
funds for public power projects and 
specific admonitions against the con- 
struction of transmission lines. 

At one point, the committee espoused 
the policy of sale at the bus bar of 
federal generated power, a policy which 
has been under attack for years by pub- 
lic ownership enthusiasts in govern- 

of ment. 

While the committee’s recommenda- 

ions and cuts of transmission line funds 
ere not in any sense clean-cut vic- 
ories for private ownership, they were 
ar from the complete and sweeping 
ictories which public power exponents 
Te wont to demand of Congress. Thus 
nS at Bit was anticipated that the House pub- 
ic power bloc, spearheaded by the Cal- 
fornia delegation which always has 
ought tooth and nail for its Central 
alley project transmission lines, would 
hake a major effort to restore the cuts 
nd put the House on record against 
ne power policy sentiments expressed 
y the committee. 
he committee cut the recommended 
»gfal-Mppropriation for California’s Central 
meth ee project from $24,500,000 to $19,- 
| 0, with most of the slash coming 
N. Yom the $6,065,000 item for the proj- 
’s transmission grid. All funds pro- 


net 
bility 
(2) 














9 








erent: 
make 
metet 


undet 



































ervict i 









































NTEED. 
bscriptions 
Taw, Seni 











raw, lor Vice-President and Treasurer; Howard Ehrlich, Vice . resident (for Business Operations) ; Willard 
onorary Chairman; Joseph A. Gerardi, Secretary; and J. 






e a Cent 







L, New York. 








‘ 
J 


AR RICAL WORLD—Published weekly by McGraw-Hill Publishing Company, Inc., Publication Office, 99-129 
Editorial and Executive Offices, 330 W. 42nd Street, New York, 18, N. Y. 


posed for lines were disallowed except 
for $730,000 for beginning a 230-kw. 
line from Oroville, Calif., to Sacra- 
mento, where the municipal system has 
been seeking Shasta Dam power. Oro- 
ville is the terminus of the only exist- 
ing Bureau of Reclamation line in the 
Central Valley. 

Also permitted was a $50,000 item 
for a line between substations at Sac- 
ramento. The committee explained that 
the funds were authorized so as to allow 
the beginning of a line from Oroville 
to irrigation pumping loads at the Delta 
Cross Channel pumping plant south of 
Sacramento and the Delta Mendota 
pumping plant near Tracy, Calif. 

Reclamation envisages a 230-kv. trans- 
mission grid from Shasta substation 
south to Tracy and back to the Shasta 
substation by way of Stockton, Sacra- 
mento and Oroville, of which the Shasta- 
Oroville line is the only portion in 
operation. The western Shasta-Tracy 
line, for which no funds were author- 
ized, is a double one, with each line 
rated at 230-kv. On the east side of 
the grid, a 115-kv. line from Shasta to 
Tracy would be constructed some dis- 
tance removed from the proposed 230- 
kv. line. 

The committee eliminated estimates 
of $197,000 for power and irrigation 
studies of the Kings River project, and 
specifically disallowed $500,000 in the 
Colorado-Big Thompson item for a 
transmission line from Brush to Sterling 


Blackburn, Jr., 


Member A.B.P. Member A.B.C. 


. 


to Holyoke, Colo. Funds for this line 
had been denied earlier this year in 
the regular 1946 appropriation bill. The 
line was proposed to bring Reclamation 
power to an REA co-op which had been 
buying power from the Holyoke 
Municipal System and had been notified 
of the latter’s inability to serve the load 
further. 

The committee allowed $480,000 for 
construction of a 141-mile, 115-kv. trans- 
mission line from Fort Peck Dam to 
Williston, N. D. It cut $1,520,000 from 
the overall request. The line is to sup- 
ply construction power for the Garrison 
Dam project, a main item in the Mis- 
souri River development program au- 
thorized for the Army Engineers and 
the Reclamation Bureau. Other funds 
for lines to move Fort Peck power to 
private utilities, REA co-ops, and irri- 
gation districts were denied by the com- 
mittee. 


Opposes Government Transmission 


The committee report also noted that: 
“In connection with the denial of 
funds ($515,000) for power market and 
transmission line studies and surveys, 
the Committee has taken the position 
that the government should not go into 
the business of constructing transmission 
lines to market power developed at gov- 
ernment dams and that the agency de- 
sirous of securing such power should 
construct such lines to the point where 
government power is being generated.” 
An item of $1,500,000 for construc- 
tion of the Hungry Horse dam was ap- 
proved. The dam was authorized some 
time ago for immediate post-war con- 
struction on the south fork of the Flat- 
head River in northern Montana. It is 
aimed at providing considerable up 
stream storage for the Columbia River 
dams, and ultimately will have some 
generating capacity at its own plant. 
Davis Dam Project on the Arizona- 
Nevada border was given $5,000,000, 
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but an item of $1,800,000 for a second 
115-kv. transmission line from Phoenix 
to Tucson was specifically denied on 
the ground that it is not an emergency 
measure and thus need not be consid- 
ered in the bill. 

The Colorado-Big Thompson Project 
was given $5,000,000 and the Columbia 
Basin project slightly more than $10,- 
000,000. Reclamation’s share of the 
Missouri River Project was given a $10.- 
269.000 appropriation. The Central Val- 
ley appropriation of $19,215,000  in- 
cluded $885,000 for installation of the 
Nos. 1 and 2 genefators at Shasta Dam 
when they have been returned from 
Grand Coulee where they served during 
the war, and a $500,000 item for con- 
struction of facilities to handle output 
of the two units. 

The Army Engineers were refused all 
but a trifling amount, for the payment 
of damages, of the $128,593,000 asked 
for construction, planning and mainte- 
nance work. Included in the request 
was $24,316,000 for rivers and harbors 
construction, and $85,159,000 for flood 
control construction. The committee 
recommended that further study be 
made on a number of the projects in- 
cluded in the request, particularly those 
entailing construction of multi-purpose 
dams. Such dams, the committee said, 
“may be thoroughly justified, but the 
committee is reluctant to recommend 
them without further inquiry into the 
merits of features not essential to pro- 
tection against floods.” It suggested 
that the whole program be submitted 
to the War Department subcommittee 
early in January in connection with the 
annual War Department Civil Functions 
Appropriation Bill. 

Also dropped from the bill was a $1,- 
151,000 item for starting a number of 
projects authorized in various acts and 
treaties for distribution of water. It 
suggested further study of the entire 
question. 


Private and Public Power 
Have Place in America 


“There is room in America for both 
private and public power distribution.” 

That is the opinion of E. J. Stoneman 
of Platteville, Wis., president of the Na- 
tional Rural Electric Cooperative As- 
sociation, expressed in one of the 
speeches heard at a two-day, six-state 
regional meeting of rural electrification 
associations recently at Spokane, Wash. 

“There will be too much business in 
America in the next ten years for the 
rural electrical associations and the 
public utility districts to catch up with 
it,” he declared. “There is a tremendous 
amount of work for both private and 
public power.” 








1E.S. MEDAL AWARD—Preston 5S. 
Millar, left. receives the Illuminating 
Engineering Society Gold Medal “for 
meritorious achievement conspicuously 
furthering the profession, art, or knowl- 
edge of illuminating engineering” from 
Samuel B. Williams, former president. 
in ceremony last week in New York 





Use of Gas Denied 
Utility in Coal Area 


The Federal Power Commission ruled 
last week the Northern Natural Gas 
Co. may not sell natural gas to the 
Iowa Electric Light & Power Co. for 
use as boiler fuel at its Boone, Iowa, 
generating station. 

The unanimous decision represented 
the first time in history that FPC has 
acted affirmatively upon the course 
which the Railroad brotherhoods and 
the United Mine Workers have been 
urging on it for years—that of denying 
certification for gas service in regions 
where it would displace coal. The 
decision will undoubtedly be challenged 
by the opposition groups. 

Determination of the question of 
whether FPC should pass on the end 
use of natural gas and, if so, whether 
legislation dealing with the problem 
should be enacted, is one of the ques- 
tions before FPC’s current gas investi- 
gation. 

The action came as FPC granted 
Northern a convenience certificate un- 
der which it may continue to sell gas 
to Iowa for pilot burners and ignition 
purposes but denied without prejudice 
the application for authorization to sell 
Iowa 750,000 Mcf. yearly for boiler 
fuel at Boone and an additional amount 
for mixture with manufactured gas for 
sale to retail consumers. 

FPC found that the Boone plant can 
successfully be operated on coal and 
found further that coal is available 
within 50 to 75 miles of the generating 
station. Certification to increase exist- 
ing facilities for delivery of gas, the 
commission ruled, would not have 
served the public interest. 





NEWS BRIEFS 





OBJECTIONS TO THE USE of copper 
wire in a transmission line that crosses 
the Defense Plant Corporation aly. 
minum mill at Trentwood, Wash.. have 
been voiced by the workmen who claim 
that it “looks out of place.” Bonneville 
Power Administration officials claim 
that that aluminum wire is not cur. 
rently available for the line which de. 
livers power to a cooperative. 


A MINIATURE power plant has been 
designed by General Electric Co., for 
use by engineering colleges. The plant 
includes two 20-kw. steam turbine gen- 
erators, a motor with a genuine “load,” 
complete four panel switchgear equip- 
ment, a condenser, miscellaneous pip- 
ing, and a foundation. The plant re. 
quires a floor space of only 10 by 15 ft. 


Requests for information on estab- 
lishing and operating electrical appli- 
ance and radio businesses are currently 
at the top of the list of inquiries ad- 
dressed to the Department of Commerce 
by persons, including veterans, who 
wish to go into business. 


LoursvittE Gas & Exectric Co, 
which had planned to erect a large office 
building at Fifth and Broadway in 
Louisville, has sold the property to the 
Ben Snyder Department Store for ap: 
proximately $175,000. No other site for 
the building has been selected. 


LARGEST DIVIDEND in its history wil 
be paid this year by Gatineau Power 
Co. Four quarterly dividends and 4 
10 cent extra dividend will total % 
cents a share. Previous high of 85 cents 
was reached in 1939 and 1944. 


Four Utitities are using Chicag 
newspapers to extol the market exis 
ing in Chicago and Northern Illinos 
for many products and the many &- 
vantages which this area has for mail: 
facturers and industrialists. The utili 
ties supporting the advertising cal 
paign are Commonwealth Edison . 
Illinois Northern Utilities Co., Publ 
Service Co. of Northern Illinois, a 


Western United Gas & Electric Co. 


CHICAGO’S FIRST post-war apartmell 
building, now under construction, ¥! 
have 80 electrical home freezer units ™ 
the basement for the tenants. 


SeartLe Crry Licnt has reverted! 
its pre-war practice of monthly met 
reading and billing. 
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IT An aftempt to prevent the Rural 
le § Electrification Administration from 
blacklisting electrical contractors who 
are performing work for privately 
en § owned utilities at the same time that 
for § they bid on co-op construction jobs will 
nt # be taken to Congress unless REA’s 
m-§ policy is reversed before the next Agri- 
4,” § culture appropriation bill is written. 
ip- This has been promised by officials 
ip: § of National Electrical Contractors As- 
re- § sociation, whose general counsel, O. R. 
ft. | McGuire, has been protesting the REA 
position and REA’s practice of negoti- 
ab ating contracts after bids have been 
pli: opened. 
atly Indications are that NECA would 
ad-§ have no difficulty in obtaining sponsors 
orce for its suggested amendment to the 
who forthcoming approriation§ bill. even 
though there was no indication as to 
how such an amendment might fare on 
Co. the floor. The amendment. as drawn by 
Shee NECA officials forbid use of any REA 
in appropriation for payments under an 
the REA or co-op-executed contract “Which 
a has not been let to the lowest respon- 
eforg “ible bidder after public advertising on 
the basis of specifications permitting 
lull and free competition by all quali- 
af fed bidders.” 
will 
ower Wickard Verifies Charges 
r. REA Administrator Claude Wickard 
; verified McGuire’s charges that con- 
cenls# tractors loi k f ivate utilities 
doing work for private utilitie: 
would be barred from bidding on co-op 
construction jobs and that REA policy 
ucago® occasionally calls for negotiation of 
exist contracts after opening of bids, the 
linos® latter practice termed “chiseling” by 
y OB NECA officials. 
mat'® In a memorandum to Agriculture 
util Secretary Clinton P. Anderson, after 
call McGuire had filed his charges with An- 
. Co. erson, Wickard detailed circumstances 
got Surrounding REA’s decision against 
g, a allowing contractors in Michigan and 
Co. in Montana to bid on co-op construc- 
tion jobs because each was, at the time, 
rtmetl *ngaged in work for the Consumers 
n, wil ower Co. and the Montana Power 
nits iN Co, respectively. Each of these com- 
panies, Wickard said, has a long record 
of bitter and successful opposition to 
rted @ °-Op expansion. 
mete} ickard’s memorandum insisted that 





the REA blacklist policy is confined to 
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N.E.C.A. Plans to Protest 
REA Policy to Congress 


Contractors Will Seek Amendment to Appropriations Bill Forcing 
Co-ops to Let Jobs to Lowest Bidder if Blacklisting of Firms Doing Busi- 
ness with Privately Owned Utility Companies Is not Abandoned 


those contractors 
work for private 


job is 


who are performing 
utilities at the time 
bid. asserting that 
“only the present activities of the con- 
tractor are and adding 
that: 

“Our policy is not based upon any 
attitude of retribution or any tendency 
on our part to attribute to contractors 


the co-op 


considered.” 


the ‘shortcomings’ of the utilities which 
employ them. as Mr. McGuire states 
in his letters. but is dictated purely 


by considerations of — self-protection 
which years of experience have shown 
to be necessary.” 

It was learned that. 


when MeGuire’s 


first complaint was raised. Wickard 
suggested that N.E.C.A. send a com- 


mittee to St. Louis headquarters of 
REA which would attempt to straighten 
out the difficulty. This was refused by 
N.E.C.A. when it learned of Wickard’s 
reply to Secretary Anderson. in which 
Wickard indicated his intention of con- 


tinuing the policy against which 
N.E.C.A. protested. The memorandum 
to Anderson was dated several days 
after Wickard’s suggestion that the 
committee be sent to St. Louis. and 
was regarded by N.E.C.A. men as an 


evidence of 
part. 
In his memorandum to Anderson fol- 


Wickard’s 


insincerity on 


lowing McGuire's protest. Wickard 
declared that the Central Electric Co. 


of Battle Creek. Mich.. was the only 
bidder on a_ project advertised last 
July by the Tri-County Electric Cooper- 
ative of Portland, Mich. Central Elec- 


tric’s bid was rejected as being too high, 


put. on re-bidding, the company was ad- 
vised on August 6 by the co-op’s engi- 
neers. J. and G. Daverman Co., that it 

was ineligible for the re-bidding. Cen- 
tral sought an explanation and was 
informed by Avery R. Colburn, REA 
regional construction engineer, that “it 
is our policy not to approve bids of a 
contractor who is doing work for a 
private utility in a competitive area.” 

Wickard explained to Secretary An- 
that Consumers Power, for 
which Central Electric was then erect- 
ing some lines, had “a long history 
of hostility and damaging oppesition 
to REA cooperatives.” 

Last August, Wickard went on, Park 
Cooperative Electric Association, of 
Livingston. Mont., opened bids on a 
project for which the low bidder was 
Bennett & Lewis, of Billings. REA’s re- 
gional construction engineer, one Big- 
gelow. telegraphed Bennett & Lewis 
August 14 that its low bid would be 
approved only if the firm discontinued 
some work it was performing for the 
Montana Power Co. Montana Power, 
Wickard’s memorandum asserted, “has 
been and still is éngaged in very active 
opposition to our Montana cooperatives. 
Some of the most flagrant cases of 
spite-line construction that we have 
ever encountered have been carried on 
by the Montana Power Co.” 

In setting forth reasons for REA’s 
policy, Wickard described the relation- 
ship between a and its con- 
tractor as “a confidential one, having 
many of the characteristics of the rela- 
tionship with its consulting engineer 
and attorney.” A contractor must be 
able to “devote himself wholeheartedly” 
to the co-op, Wickard said, pointing 
out that “staking sheets” of proposed 
lines have a “highly confidential char- 
acter.” and, being turned over to a 
contractor working for private com- 
panies as well as co-ops in the same 
area, could harm the co-op if wrong- 
fully used. 

Contractors, Wickard said, have a 
single pool of materials, some of them 


derson 


co-op 





WEST PENN COOPERATES—To acquaint appliance dealers in West Penn Power 
Co. territory with its cooperative plans and promotions for 1946, the utility sponsored 


eight regional meetings in November. 


This is part of the group at Butler, Pa. 





acento taint iiatincaeeatice 


hard to come by, and should not be 
expected to serve the interests of com- 
petitive customers from them. 

Wickard said that co-ops, being priv- 
ate bodies, are not bound by federal 
laws regarding the use of competitive 
bidding. REA has insisted on this in 
most cases, he said, but “we do not 
feel that such a policy should extend 
to the point of requiring a borrower 
to accept a contractor where conflicting 
interests are involved.” 

Regarding negotiation of contracts 
after bids have been opened and re- 
jected as excessive, Wickard disputed 
the case advanced by McGuire, but 
conceded that the practice has been 
engaged in. 

“There have been a number of cases,” 
Wickard wrote Anderson, “where be- 
cause of the present unsettled labor and 
material prices, competitive bidding 
procedures have not resulted in reason- 
able contracts, and we have found it 
necessary to authorize borrowers to ne- 
gotiate for a set contract after reject- 
ing all bids. Such cases, however, have 
been the exception rather than the rule, 
and we believe that when the present 
uncertainty as to labor and material 
prices has been cleared up, this practice 
may be eliminated.” 


Clark County, Wash. P.U.D. 
* Markets $1,000,000 Bonds 


A $1,000,000 bond issue to provide 
funds for taking over the properties of 
Portland General Electric Co. in Clark 
County, Wash., has been contracted by 
the Clark County Public Utility District 
No. 1 with the Ballard-Hassett Co. of 
Des Moines, Iowa. Bonds will be of 
$1,000 denomination, paying 214 per- 
cent interest and maturing in from 3 
to 25 years. Manager George Hibbert 
said there was no call for bids on the 
issue. 

A jury in the United States District 
Court at Tacoma recently fixed the 
value of the Clark County property at 
$801,000. The bond issue will complete 
this payment and take care of other ex- 
penses arising from the change-over. 


Mr. Hibbert said. 


New 115-Kv. Line Planned 


Arrangements have been completed 
between the Okanogan, Wash., Public 
Utility District and the Bonneville 
Power Administration for delivery of 
power to Okanogan County from Coulee 
Dam. A new 115-ky. transmission. line 
will be built to Brewster in Okanogan 
County, according to Paul Hand. man- 
ager of the Okanogan P.U.D. Construc- 
tion of the line is slated for completion 
August 1. 1946. 


Ark-La Cooperative 
Ruled Public Utility 


Circuit Court Decision Places 
Co-op under Provisions of Arkan- 
sas Utilities Act of 1934 


Sustaining a decision of the Arkansas 
Public Service Commission, the second 
division Pulaski (Little Rock) Circuit 
Court has ruled that the now non-op- 
erating Ark-La Electric Cooperative, 
Inc., is a public utility and subject to 
the provisions of the Arkansas utilities 
act of 1934. 

The super holding company co-op, or- 
ganized by five Arkansas and five Louisi- 
ana rural co-ops and incorporated under 
the laws of Louisiana, was formed in 
1941 to build a 154.000-volt transmis- 
sion line costing nearly $4.000.000 of 
REA funds, to serve the Jones Mills 
aluminum reduction plant at Lake Cath- 
erine, Ark., with power from Grand 
River Dam in Oklahoma. 

Each of the 10 participating co-ops 
bought memberships for $100 each, and 
the Defense Plant Corporation took a 
membership. making a total of $1,100 
in capital, with which the Ark-La co-op 
borrowed the money to build the line. 

Four business-managed utilities in 
Arkansas, Southwestern Gas & Electric 
Co., Arkansas Power & Light Co., Ar- 
kansas-Missouri Power Corp., and Okla- 
homa Gas & Electric Co., petitioned the 
Public Service Commission to declare 
the Louisiana co-op a public utility un- 
der provisions of the Arkansas act. 


Ark-La Has Co-op Contracts 


In oral arguments before Circuit 
Judge Lawrence Auten just 10 days be- 
fore he issued his order sustaining the 
Public Service Commission, Ark-La said 
it had obtained service contracts from 
five Arkansas rural co-ops. 

However, in a petition to the Public 
Service Commission recently the hold- 
ing company co-op asked that its order 
increasing the assessment of the Ark-La 
properties from $821,000 to $925,000 
be reviewed to prevent the increase. In 
its petition Ark-La contended that “prior 
to the cessation of hostilities with Japan, 
the use of petitioner’s properties as 
emergency facilities was stopped, 
thereby greatly decreasing the assess- 
able value thereof, there now being no 
present need for said facilities for the 
purpose for which they were constructed 
and there being no present market value 
thereof.” 

A balance sheet filed with the com- 
mission showed that it had a total elec- 
tric plant of $3.872.080, and had still 
available from REA $421,571. and that 
it had prepaid $101.012 of its loan. ht 
showed further it had a long term debt 
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for special construction obligations of 


$4,320,000, and had accounts pay. 
able of $130,910. Income in 1944, after 
fixed charges, was $126,606, Ark-La re. 
ported. Tax payments for the year were 
$35,170 for ad valorem taxes and $17 
for social security. 

Attorneys for Ark-La co-op said they 
would appeal the Circuit Court decision 
to the Arkansas Supreme Court. 


N.R.E.C.A. Asks Easier 
REA Pole Standards 


Discussions aimed at relaxing pole- 
treating standards specified by the Ru. 
ral Electrification Administration have 
been carried on by the National 
Rural Electric Cooperative Association 
through J. C. Nichols, chairman of 
N.R.E.C.A.’s Pole Committee. 

Nichols, according to Rural Electri- 
fication, N.R.E.C.A.’s_ publication, re. 
ported that new rules were being pre- 
pared by REA, and declared: 

“T think I have convinced REA that 
some plan of pole treating should be 
recognized which will permit treatment 
of poles at the time they are put in 
the ground. Such treatment has been 
permitted in certain areas for some 
time; and if it is now extended to 
other fields, should enable the co-ops to 
build lines at considerable saving, or 
at least afford the rebuilding of lines in 
15 to 20 years if necessary without 
loss. There are recognized treatments 
on the market which have been in prac- 
tical use for years. Poles on this plan 
can be re-treated after 10 or more 
years for longer life and the job is 
done right on location.” 

Executive Manager Clyde Ellis of 
N.R.E.C.A. asserted in the publication 
that “poles are the bottleneck and labor 
is the principal bottleneck on poles.” 
New specifications, he said, should 
bring in more producers and ease the 
situation soon. 

Meanwhile, REA has put to work 
on the pole shortage Maj. E. W. Ke 
ley, who came to REA from the Forest 
Service. Kelley, who is special assist 
ant to the administrator, will make his 
headquarters in Missoula, Mont. He 
will try to stimulate pole production i 
the mountain states. N. D. Wrinkle 
of REA’s Applications and Loans Dit 
sion, has been assigned to supervi# 
pole supply problems in the South 
Southeast. 
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Ontario Hydro Raises Pay 


In its first general wage increase sin® 
1937, the Ontario Hydro-Electric Powe 
Commission has increased the wages 
its employees approximately 8 percem. 
Increases are retroactive to August + 
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Development of Vermont 
Hydro a Benefit to State 


Proposed Plant at Wilder with 40-Mile Tie Line to Bellows Falls 
Approved by Public Service Commission—Coordination with New Eng- 
land Power System Found to Have Public and Operating Advantages 


Widespread benefits to Vermont are 
forecast by the Public Service Com- 
mission in a comprehensive finding 
approving Bellows Falls Hydro-Elec- 
tric Corp.’s petition for the authority 
to redevelop a hydroelectric site on the 
Connecticut River at Hartford, Vt., and 
Lebanon, N. H., increasing the installed 
capacity from about 5,000 kw. to about 
30,000 kw. and interconnecting the new 
development with the New England 
Power System at Bellows Falls, Vt., by 
a 110-kv., 40-mile transmission line. 
The total cost of the project is esti- 
mated at between $7,500,000 and $8,- 
00,000. 


cut in this area. The drainage area is 
3,375 sq. mi. and the average flow about 
5,900 cfs., of which only about 2,500 
cfs. can now be utilized. The present 
pond of about 1,500 acre-ft. is negligible 
for concentrating the river flow into 
the hours when it is needed to meet 
load requirements. Wilder has a very 
low installation as related to drainage 
area, river flow exceeding plant ca- 
pacity about 70 percent of the time. 
The existing five generators aggregate 
about 5,000 kw. total, with a firm ca- 
pacity of about 3,000 kw. The present 
plant is not directly interconnected 
with New England Power and thus 


philosophy of looking toward full util- 
ization and not a partial development of 
particular sites. 

The Vermont commission stresses the 
maximum value of _ interconnected 
steam and hydro plants characteristic 
of the New England Power System, 
which now consists of about 33 hydros 
and 18 storage reservoirs on the Deer- 
field and Connecticut Rivers and else- 
where, and about 16 steam plants, the 
larger of the latter being at or near 
tidewater. The present System gen- 
erating capacity is about 750,000 kw., 
of which about 40 percent is in Ver- 
mont and New Hampshire. Present 
Wilder is limited as to primary output 
available during minimum stream flow, 
the value of energy generated there at 
high flow periods being low. If co- 
ordinated into the System supply, re- 
developed Wilder’s output would not be 
considered as dump power, since steam 
relay is available to support it or 
“firm it up”. 

No Vermont utility with substantial 
retail sales of energy can or does 
rely on hydro for 100 percent of its 





ni 

‘ While the financing phase remains operates as an isolated plant without load. 
oy) | '0 be covered, including procedure in the benefit of the System’s large sources Redeveloped Wilder will justify the 
. that connection before regulative au- of steam and hydro power. cost of a 110-kv. tie line to Bellows 
to | thorities, the Vermont commission’s The proposed redevelopment calls Falls, which will enable the present 
to discussion of the benefits of the work, for a new plant integral with a con- Wilder area and nearby utilities to be 
or & the limitations of existing facilities in crete dam about 0.75 mile below the better and more efficiently served. 

n the Wilder area, and the advantages of present dam. The pond capacity will New England Power System has a 
wut | te program to the public encourage be raised to about 15,000 acre-ft., with normal growth of about 20,000 kw. 
ats | ‘he expectation that this early post-war an operating head of about 51 ft. Each annually, of which about 10 percent is 
ac- § Project will materialize in actual con- unit will have a water capacity of 4,500 estimated to be in Vermont. Vermont, 
Ls struction within a not unreasonable pe-_ cfs., and the flood discharge capacity the commission states. cannot accur- 
ore | "0d. New Hampshire will also benefit of the dam will be about 162,000 cfs., ately be said to produce sufficient hydro 
je 88 the Public Service Commission of against 91,000 cfs., now the Wilder for its own needs if in times of drought 

that state has recognized in a finding. maximum. One generating unit will be and low water, a considerable deficien- 

of The present development at Wilder, located in each adjoining state. The cy must be supplied from without the 
tion the Vermont commission points out, Federal Power Commission has found _ state. Dependable power, the commis- 
i, fails fully and economically to utilize that the redevelopment should be in ac- sion emphasizes, is as important to 
es” | ‘he natural resources of the Connecti- cord with the Federal Power Act’s farmers as to industries. 
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pus ea the South and Southwest attended the Ebasco regional meeting in New Orleans, November 11 to 14, to discuss personnel 
safety problems. This is one of the round table discussion groups that were part of the conference 
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Mandatory Tie-ins 
Will End on March 15 


Twenty-three electric utilities which 
were issued emergency certificates of 
exemption from jurisdiction of the Fed- 
eral Power Commission because of in- 
terconnections ordered by the War Pro- 
duction Board were notified this week 
that March 15, 1946. will be the final 
date for of interconnections 
without “affecting the status of the com- 
panies as ‘public utilities’ under the 
Federal Power Act.” 

Some of the orders, FPC pointed out, 
were for the duration and 90 
days. while some were for the duration 


use such 


issued 


and six months, so a uniform termina- 
tion date for the exemption contained in 
each was decided upon. 

Orders were so drawn as to provide 
for termination of exemption at a stipu- 
lated time after the cessation of “pres- 
ent hostilities.” FPC pointed out 
March 15 


Many such wartime orders, pow- 


war 
in its announcement of the 
date. 
ers, laws, directives. etc.. do not expire 
until six months after the war is for- 
mally declared to be over, a declaration 
which has not yet been issued by the 
President or by Congress despite the 
cessation of hostilities some months ago. 


Companies affected follow: 


United Illuminating Co.. New Bed- 
ford Gas & Edison Light Co., Ohio 
Public Service Co. and Ohio River 


Power. Inc., Connecticut Light & Power 
Ce. Electric Service Co.. Wis- 
consin Electric Power Co., Puget Sound 
Power & Light Co.. Public Service Co. 
of Northern Illinois, Columbus & 
Southern Ohio Electric Co.. Houston 
Lighting & Power Co., Texas Power & 
Light Co., Texas Electric Service Co. 
and Community Public Service Co.. 
Southern Gas & Electric Co.. 
Commonwealth Edison Co., Illinois 
Northern Utilities Co. and Western 
United Gas & Electric Co.. Kansas Elec- 
tric Power Co., Kansas Power & Light 
Co., Wisconsin Power & Light Co., Wis- 
consin Gas & Electric Co., Central Ohio 
Light & Power Co. 


Texas 


Indiana 


Bargaining Agent Selected 


Operating Engineers, Local 310, will 
be the bargaining agent for all electric 
and maintenance em- 
ployees of the Wisconsin Public Service 
Corp. and & Marinette 
Light & Traction Co.. a recent election 
conducted by the National Labor Re- 
lations Board shows. 
because two 


and gas operating 


Menominee 


Election was held 
American Federation of 
Labor unions were competing for mem- 
bers and not because of any differences 
between the utilities and employees. 


AT SECTION MEETING—Among those who were present at a recent meoting in 
Portland, Ore., of the executive committee of the Engineering and Operation Section 
of the Northwest Electric Light & Power Assocation were: Top Panel, left to right, 
A. L. Pcllard, Puget Sound Power & Light Co., chairman of the power production 
committee: H. H. Schoolfield, Pacilic Power & Light Co.; John Bankus, Portland 


General Electric Co., chairman of th> utilization committee. 


LeFever, Northwestern Electric Co., 
mittee; 


Telluride Power Co. 


chairman of 
A. Vilstrup, British Columbia Electric Railway Co.; 


Bottom Panel, O. lL. 
the engineering planning com 
Paul P. Ashworh, 


ene a 


Carry Power to Canada 


President Truman has signed a permit 
which authorizes the Bonneville Power 
\dministration to construct and operate 
transmission facilities to the Washing- 
ton-British Columbia border to deliver 
power to the British Columbia Electric 
Railway Co. 

This action gives final approval to 
the contract executed by Bonneville and 
the Canadian company calling for de- 
livery of 22.000 kw. of Columbia River 
power to alleviate a shortage in the 
Vancouver. B. C.. area. pending com- 


December l, 


pletion of the Bridge River project # 
British Columbia. 

The Bonneville agdminisiration has 
awarded a contract to Goetz & Bret 
nan. Seattle. for clearing the right? 
way for a 71-mi.. 230.000-volt wood: por 
line from Arlingion to Blaine. Wash 
on a bid of $440.320. The line will be 
connected with one to be constructed 
the British Columbia company irom the 
border to Vancouver. Energization § 
scheduled for late in 1946. : 

The Canadian utility ha- recel™ 


py 


permission from its government for 
connection. 
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Wisconsin, Minnesota 
Co-ops Buy 2 Utilities 


Bid of $4,979,000 for Wisconsin 
Hydro Electric Co. and Eastern 
Minnesota Power Corp. Accepted 


A joint bid of $4,979,000 by a group 
of 17 Wisconsin and Minnesota REA 
cooperatives for the combined proper- 
ties of the Wisconsin Hydro Electric 
Co. and the Eastern Minnesota Power 
Corp.. both of Amery, Wis., has  re- 
cently been accepted by the Manufac- 
turer’s Trust Co. of New York. accord- 
ing to W. E. Owen, president of the 
Wisconsin Electric Cooperative and 
chairman of the committee effecting the 
acquisition. 

The accepted bid covers the purchase 
price of eight hydro generating plants 
and one diesel generating plant aggre- 
gating some 11,290 kw. It also includes 
293 miles of transmission lines and 801 
miles of distribution lines. all in Wis- 
consin. as well as 178 miles of transmis- 
sion lines and 500 miles of distribution 
lines in Minnesota. 
tion of these utility 
completed, will what is 
described as the largest acquisition con- 
summated by REA cooperatives in the 
United States. 

Cooperatives involved in the acquisi- 


Ultimate integra- 
properties, when 
represent 


tion include eight distribution and one 
power cooperative in Minnesota and 
seven distribution and one power coop- 
erative of Wisconsin. The Wisconsin 
cooperatives involved are: Barron, Buf- 
falo, Chippewa Valley, Dunn. Pierce- 
Pepin, Polk-Burnett, St. Croix and 
Dairyland Power Cooperative. Wiscon- 
sin’s share of the combined bid is $3,- 
149.000; Minnesota’s $1.530,000. 

Sales of the utility properties are the 
result of an SEC order under the death 
sentence provision of the Holding Com- 
pany Act which directed the Manufac- 
turer’s Trust Co. to divest itself of these 
facilities. The Wisconsin Hydro Elec- 
tric Co.. as of the end of 1944, served 
8.013 customers and Eastern Minnesota, 
5.909. 

Reason given in REA circles for ac- 
quisition of these utility properties is 
the 
assure. 


service it will 
According to REA sources, a 
large number of the areas located in the 
territory affected have been deprived of 
rural electrification because of unfeasi- 
ble construction of extensions by REA 
cooperatives to farms beyond the bound- 


area-wide electric 


aries of utility concern. Acquisition will 
open these unserved areas through in- 
tegration of utility and cooperative lines 
and permit area coverage. it was stated. 

Sales of the Wisconsin properties are 
subject to the approval of the Wis- 


consin Public Service Commission. 





Fort Peck Power Line 
to Supply Glendive, Mont. 


Power from the Fort Peck plant on 
the Missouri River in Montana was 
sheduled to be carried to Glendive, 
Mont.. late in November over the 138-mi. 
transmission line constructed by the Bu- 
teau of Reclamation, according to H. D. 
Comstock. regional director the 
Bureau at Billings. Mont. 

The new 115-kv. line. completed under 
the Fort Peck Project Act of 1938 at a 


cost of 


for 


C08 $550,000, will provide several 
irigation pumping plants now operating 
in the Yellowstone Valley with power. 
It will also permit future services to a 
number of rural electrification coopera- 
ves in Montana and North Dakota, 
Mr. Comstock said. 


3 Quebec Co-ops Formed 


Under the rural electrification legis- 
lation adopted during the last session 
the Quebec legislature, nine cooper- 
ptives have been formed in the province, 

The cooperatives are St. Theophile, 
“duce County; Baie des Ha Ha. Chi- 
‘outimi County; Mont Rolland, Ter- 
*bonne County; St. John and St. Ger- 
lain, ~=Drummond Mag 


Oo oO 
gog, 


County; 


Stanstead 


Disraeli. Wolfe 


County; Nouvelle. Bonaventure County: 


County: 


Papineau, Papineau County: 
Chutes. Joliette County. 


and Sept 


Kentucky Utilities Starts 
Better Home Town Drive 


To stimulate community effort in the 
direction of maintaining jobs and op- 
portunities in the territory which it 
serves, Kentucky Utilities Co. has pub- 
lished and is distributing a booklet, 
“Setting the Stage for a Better Home 
Town.” 

The booklet contains information 
which will enable any community to 
organize a “Better Home Town Com- 
mittee,” and contains an analysis sheet 


which will give the committee the facts 
which it needs to plan the betterment 
of the community. 


Illinois Lines Authorized 


Commerce Commission has 
the following extensions: 
Illinois Northern Utilities Co. 55 
miles; Public Service Co. of ‘North- 
ern Illinois, 41.45 miles; and Illinois 
Power Co., 32.32 miles. 


Illinois 
authorized 
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Reclamation Group 
Opposes ‘Authorities’ 


N.R.A. Asks Higher Federal Power 
Rates to Cut Costs of Multi-Pur- 
pose Projects to Water Users 


The 14th annual convention of the Na- 
tional Reclamation Association, recently 
concluded in Denver, Colo., approved 
several resolutions after three days of 
discussion and debate. Early in the ses- 
sion over 1,000 delegates, made up 
chiefly of water users and construction 
engineers, voiced general objection to a 
“river authority” as a sponsor of recla- 
mation projects. 

A letter from President Harry Tru- 
man to Ora Bundy, president of the as- 
sociation, caused some controversy as to 
its interpretation, but most members 
felt the President was ready to leave the 
“authority” issue up to the people con- 
cerned. His letter read in part: 

“In a recent address at Gilbertsville, 
Ky.; I pointed out that the underlying 
common sense principle of the Tennes- 
see Valley experiment could provide 
guidance and counsel to the people of 
other regions who likewise aspire to 
put their resources to the greatest use; 
but | emphasized the form such devel- 
opment will take in any region was for 
the people of that region to decide.” 


Rate Resolution Backed 


The group backed a resolution re- 
questing an increase in federal power 
rates to remove more of the cost of mul- 
tiple-purpose projects from water users. 

Michael W. Straus, assistant secre- 
tary of the Department of the Interior, 
told the delegates that “power is not 
just a rich financial partner in the Cen- 
tral Valley Project of California, but 
it is an essential working partner and 
the project never has been found feas- 
ible without it and never can be.” He 
stressed the need for new government 
transmission lines to carry new recla- 
mation power to new customers. 

Another resolution urging states to 
establish facilities to carry out their 
own share of development planning was 
backed up by a speech made by Lt. Gen. 
Raymond A. Wheeler, chief of the Army 
Engineers. He called for the getting to- 
gether of all federal and state agencies 
as well as bringing the people into solv- 
ing reclamation problems. The General 
also pointed out that the Corps of Engi- 
neers is strong in its belief that it is 
possible to develop the economy of an 
area without dominating it. 

Reclamation Commissioner Harry W. 
Bashore appealed for cooperation of 
government agencies. 

Omaha, Neb., was named as the 1946 
convention city. 








Idaho Power Buys 
Oregon Cooperative 


The purchase of the electric power 
plant and lines of the Jordan Valley 
Electric Cooperative in eastern Oregon 
has been announced by C. J. Srike, pres- 
ident of Idaho Power Co. 

Idaho Power has agreed to extend 
rural lines both to the west and south- 
east of Jordan Valley and to make serv- 
ice available at the uniform company 
rates. The co-op’s rates have been about 
30 percent higher than those of Idaho 
Power. 

The co-op, according to V. P. Laca, 
president, was organized in 1940. As of 
December 31, 1944, it had received 
about $28,000 from REA which was 
used for a diesel plant, lines, and oper- 
ating costs. After five years, the co-op 
has not had sufficient earnings to take 
care of its loan payment after operating 
expenses, without allowing anything for 
depreciation ov replacement of the prop- 
erly. 

Members of ihe co-op voted November 
7 to sell the system, and directors re- 
quested Idaho Power to make an offer 
that would enable payment of the loan 
in full and all other debts. 


Hartford, Wis., Willi Install 
Unit to Meet P.S.C. Order 


Hartford, Wis., has been authorized 
by the Wisconsin Public Service Com- 
mission to install a 1,000-kw. steam 
turbine electric generating unit in its 
municipal electric plant at a cost of 
$30,000. 

The new unit will bring the city in 
compliance with the order of the com- 
mission of October 8 ordering the city 
to install additional capacity of at least 
750 kw. within 30 days because the 
municipal utility was not providing 
reasonably adequate service. The com- 
mission has extended the deadline for 
the increase to January 15, 1946. 


Commonwealth Edison Co. 
Makes Terms with Unions 


Commonwealth Edison Co. and local 
unions representing employees of the 
“inside plant,” “outside plant,” super- 
power, clerical and restaurant bargain- 
ing units have reached an agreement 
on the union’s request for a general 
wage increase. The agreement provides 
for $25 per month for each employee 
in these units whose basic work week 
is a full 40-hour-week and a proportion- 
ate increase for those employees with a 
lesser work week. The increases for 
individual employees and the increases 


10 





in schedules of pay became effective 
October 1. 

As a condition of granting the in- 
crease it was agreed that the termina- 
tion date of the existing contracts with 
inside plant, outside plant and super- 
power bargaining units would be 
changed to expire on July 31, 1946, 
instead of March 15, 1946. In accepting 
the increase, the unions agreed to 
abandon any claim for an increase in 
wages invelved in the unions contention 
in the case now pending before the 
National War Labor Board, in connec- 
tion with the Little Steel formula. 


Rolla, Mo., and 5 Co-ops 
Take Over Private Utility 


Operation of the electric transmis- 
sion and distribution facilities formerly 
owned by the Missouri Genefal Util- 
ities Co, in seven southeastern Missouri 
counties was taken over recently by the 
city of Rolla and the following REA- 
financed electric cooperatives: Ste. 
Genevieve Electric Cooperative, Ste. 
Genevieve Intercounty Electric Cooper- 
ative Association, Scott-New Madrid- 
Mississippi Cooperative Association, 
Black River Electric Cooperative, and 
Crawford Electric Cooperative. The 
co-ops borrowed $1,200,000 from REA 
to finance their share of the purchase. 





MEETINGS 


Pennsylvania Electric Assoclation—Systems oper- 
ation committee, Roosevelt Hotel, Pittsburgh, 
Pa., February 6-7; A. R. Deck, chairman, Metro- 
politan Edison Co., 412 Washington St., Read- 
ing, Pa. Transmission and distribution commit- 
tee, Benjamin Franklin Hotel, Philadelphia, 
Pa., February 7-8; C Moler, chairman, The 
Potomac Edison Co., Hagerstown, Md. Elec- 
trical saroment committee, Roosevelt Hotel, 
Pittsburgh, Pa., February 14-15; B. E. Hagy, 
chairman, Philadelphia Electric Co., 900 San- 
som St., Philadelphia, Pa. 


Missouri Valley Electric Association—Power sales 
conference, Hotel Continental, Kansas City, 
Mo., February 13-14. 1. D. Pettegrew, director, 
1004 Baltimore St., Kansas City 6, Mo. 


Previously Listed 


National Association of Railroad and Utilities 
Commissioners—National meeting Deauville 
Hotel, Miami Beach, Fla., December 4-7. Ben 
Smart, secretary, 7411 New Post Office Bldg., 
Washington, D. C 


Southeastern Electric Exchange—Commercial Sec- 
tion, Atlanta Biltmore Hotel, Atlanta, Ga., De- 
cember 5-74 J. W. Talley, executive secretary, 
303 Haas-Howell Bldg., Atlanta 1, Ga. 


Pacific Coast Electrical Association—Joint meet- 
ing of Business Development and Operating 
Economic sections, Hotel Californian, Fresno, 
Calif., December 7-8. V. W. Hartley, managin 
director, 601 W. 5th St., Los Angeles 13, lif 


American Institute of Electrical Engineers—Winter 
convention, New York, N. Y., January 21-25, 
1946. H. H. Henline, secretary, 33 W. St.. 
New York 18, N. Y. 


Institute of Radio Engineers—Winter technical 
meeting, Astor Hotel, New York, N. Y., Janu- 
ary 23-26, 1946. Haraden Pratt, secretary, 330 
W. 42nd St., New York 18, N. Y. 
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Northwest Group Holds 
Fall Planning Conference 


Business development was the chief 
topic discussed by delegates to the 
Northwest Electric Light & Power Asso. 
ciation Fall Planning Conference held 
recently at Butte, Mont. 

J. C. Plankinton, Northwestern Elec. 
tric Co., gave the report of the Water 
Heating Committee which has been 
directing its efforts toward determining 
the acceptance of water heaters built 
to NEMA standards. Member con- 
panies have been sent questionnaires, 
It was pointed out that universal ac. 
ceptance of standard designs would 
simplify stock and delivery problems. 

W. B. Bonnett, Puget Sound Power 
& Light Co., and R. E. Sinclair, Pacific 
Power & Light Co., gave a report on 
house heating which has already been 
published in booklet form. 

A bureau, headed by Henry Kruse, 
Puget Sound Power & Light Co., is 
planning a program for promoting bet- 
ter understanding between power com- 
panies, distributors, dealers, and con- 
tractors. 

J. M. McKay, Portland General Elec: 
tric Co., was reappointed chairman for 
the next meeting of the Business De- 
velopment Section which will be held 
in April at Portland. 





‘Electricity in the Home’ Aids 
Builder with Explanations 


A free, 8-page circular, “Planning for 
Electricity in the Home,” has been is 
sued by the Small Homes Council at 
the University of Illinois. The circular, 
written in non-technical language, is in- 
tended to aid the person building o 
modernizing a home. Simple explans 
tions are given of proper wiring, the 
need for appliances, and good lighting. 


Plant under Construction 


Edmundston, N. B., has started cor 
struction of a power plant with two 
diesel engines and a total capacity 0 
1,600 kw. At present, the municipal 
plant has a capacity of 1,400 kw.; but 
this is insufficient, and extra power 
purchased from the Fraser companies 
which operate nearby paper mills. 
of the new plant, going in operatio 
next autumn, will be about $250,000. 


Board Office Discontinued 


Public Service Corp. of New Jers 
has discontinued the office of chairm® 
of the board, last held by Thom# 
N. McCarter, who retired. 












How L-M Round-Wound Transformers 
provide Better Regulation atall power factors 


5 Kva, 2400-120/240 
VOLT TRANSFORMERS 
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L-M Round-Woundtransform- 
ers combine evenly wound 
Round coils with a Wound 
core in elliptical shape ap- 
proaching an ideal magnetic 
circuit. 


The Wound Core 


Core wound under tension, with 
the grain; clamped, and an- 
nealed; not cut or unwound 
after annealing. Result: no air 
gaps; lower exciting current; 
no wasteful corner sections. 


The Round Coils 


Evenly wound, directly onto 
core; generous insulation is 
never disturbed. The wound 
core permits fewer turns, low- 
ering resistance and reactance; 
giving less impedance, better 
regulation. 


te eon 
= —e e 


Better regulation in distribution transformers has 
always been a desirable characteristic, provided 
it could be attained without increasing the cost. 


L-M Round-Wound construction accomplishes 
this objective by the use of a more efficient core 
that is practically an ideal magnetic circuit, and 
with round coils wound right onto the core legs. 


This design makes it possible to get a better 
ratio of losses, in the direction of lower copper 
loss. Core loss can be increased, and yet exciting 
current will be much lower; and the lower copper 
loss lowers resistance of the coils, lowers the 
reactance and impedance, and results in better 
regulation at all power factors, as shown by 
the chart. 


Get the Whole Story 


Ask the L-M Field Engineer for 
the facts on Round-Wound 
transformers; or send for Bul- 
letin RW-421. Write Line Mate- - 
rial Co., Transformer Division, 
Zanesville, Ohio. 


ee a 
TRANSFORMERS 


L-M DISTRIBUTION EQUIPMENT INCLUDES: Distribution Transformers - Fuse Cutouts and Fuse Links + Lightning Arresters 
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UNDERWATER LINEMAN—Ross M. Smith, a foreman in the Underground Department 
of the Cincinnati Gas & Electric Co., dons a diving suit in preparation for a trip under 
the Ohio River to inspect cables connecting West End Station with a Kentucky system 


THE INDUSTRY 


IN PICTURES 


MIDGET LINE TRUCK—Toledo Edison Co. finds the army jeep a useful vehicle for use of 


linemen inspecting and repairing lines located in “deep cut and heavy fill” areas. 
is large enough to carry materials needed for the average job 


The jeep 


CLASS ABOVE THE GROUND—Here are thiime 
the apprentice linemen’s training school whiffta 
Electric Co. at Oklahoma City. Only foulhd, 


CONSTRUCTION AT SPRINGDALE | 
nearly 70 percent complete when Bre 
to the building is the Babcock & Wir, ; 
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re members of the first class attending 
| whigtarted recently by Oklahoma Gas & 
1d, and a second class has started 


ROUND-UP TIME—Opening of the round-up season in Pendleton, Ore., is marked by 
festivities topped by a rodeo and parade. 


Above is the patade float entered by the 
Pacific Power & Light Co. which drew the applause of the 15,000 parade spectators 


DALE@t the Springdale station of the West Penn Power Co. was 


te was taken last month. Biggest item besides the addition 


t, shown at right, which will supply steam for No. 7 unit 


i ae 


BOILER AT SPRINGDALE—Looking up from bottom 
toward the boiler arch of new installation at Spring- 
dale station of West Penn Power Co. Total height from 
ash pit to precipitator top will be 200 ft. 
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Hipernik-core current transformers save space...save weight 


For easier installations . . . faster changes . . . exceptional accuracy 
to 200% current (200 and 600-ampere ratings)—install Westinghouse § m 
indoor dry-type current transformers. In Types WE and UE, you § th 
get the advantage of much smaller size and lighter weight because the § P 
cores are made of Hipernik, the Westinghouse high-permeability alloy. § & 

These benefits were obtained by following all requirements of the ff 4 
E.E.I. Metering Committee as to mounting dimensions, performance § 
and overload capacity—and going beyond the limitations of common li 
silicon steel cores to bring extra advantages to low-voltage metering. 
Standardized E.E.I. mounting dimensions make them completely 
interchangeable with units of other manufacture—without use of 
adapter plates. 

Another advantage exclusive with Westinghouse is the secondary § T, 
terminal block with a transparent cover which permits operators to 
inspect the secondary terminals and connections at a glance, and 
assures the automatic short-circuiting of the secondary when the 
cover is removed. All Westinghouse WE and UE instrument trans § },. 
the Type FW is small and light because formers are jig-assembled to insure uniform dimensions for easy § »,, 
its core is Hipersil, not ordinary silicon interchangeability. For further details, see your Westinghouse repre- nu 
steel. With its high accuracy, from 10% sentative or write to Westinghouse Electric Corporation, P.O. Box 868, § ¢,, 
to 200% normal current rating, only Pittsburgh 30, Pennsylvania. J-70468 T 
two of these units are needed to meter froy 
loads up to 1200 4 app 


OR, IF YOU PREFER 


A THROUGH.TYPE TRANSFORMER, 


amperes. It has the e the 
wet estinghouse " 
meen short-cir- PLANTS IN 25 CITIES... OFFICES EVERY WHERE able 
cuiting secondary erty, 





terminal block. 
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Pennsylvania Governor 


Warns of Higher Costs 


Public utilities will face heavier taxes 
along with higher labor and material 
costs in the next few years, according 
to a recent statement of Gov. Edward 
H. Martin of Pennsylvania, who added 
that “at the same time, it will be hard 
to increase rates, and utilities will be 
expected to increase plant production.” 

“Better public relations by utilities 
are needed to overcome these problems,” 
he said. “The people should know about 
your costs, the amount of taxes you pay. 
and how rates have been lowered in 
recent years.” 

The governor assailed a “tendency” 
for utilities to be publicly owned be- 
cause it is not in “accordance with 
sound American ideals.” The govern- 
ment should not engage in business for 
the reason that it cannot give as good 
or as economical service, when taxes 
and everything else are considered, as 
utilities privately owned can. 


2 Washington P.U.D.’s Up 
Pay to Equal Utility Scale 


Two Washington public utility dis- 
tricts have agreed to meet the new pay 
sale recently granted Puget Sound 
Power & Light Co., employees. The 
P.S.P.&L. wage agreements with the In- 
ternational Brotherhood of Electrical 
Workers, Local No. B-77, grants a 15 
percent increase to about 2,000 workers. 


Billions of Kw.7Hr. 





acy According to Earl F. Wyatt, business 
us¢é § manager of the union, commissioners of 
rou & the Cowlitz County and Pacific County 8 
the § P.U.D.’s have agreed to give some 250 WET ©) 
oy. § ‘mployees the same wage rate now in 
the @ ‘fect for the private utility. 
nce Another P.U.D. is expected to fall in 
non & ine as H. D. Bailey, president of the J PM AO A Ss 0 N D 
ing. Grays Harbor Commission at Aberdeen, 
ely f Said to favor the boost, although, as 
of Yet his officials have taken no action. Output Curve Takes Sharp Drop 
s 
ary § Tex The electric output curve dropped Weekly Output Millions Kw.-Hr 
as - ; pis 
; to Co Ops Not Exempt sharply during the week ended Novem- 1945 1944 1943 
and from Ad Valorem Taxes se ee according to figures re len he eee ae ee oe 
y= Pde veaekn Tkakl . , ov. ov. . 
the -. dicia fed ease oy the Edison Electric Institute, Nov. 10 3,948 Nov. I! 4,397 Nov. 13 4,483 
ans: - ough a federal agency may reaching the lowest point since the first pony P Rye a a = — 6 4,414 
e ‘ ‘ : ; ct. : . 2 4 
2a8y gn title to its properties, a week in January, 1943. The amount Oct. 20 3,915 Oct. 21 4345 Oct, 3 sai 
ore al electrification cooperative in Texas of electrical energy distributed by the 6% '2 so2s Oct |? 4378 Oct " ‘a2 
868, Cas ae ad valorem taxes, Attorney light and power industry totaled 3,- Sept. 2 4,039 Sept. 2 4,366 Oct. 2 4,359 
eral GC » e- ; ; ept. . ept. 4,377 Sept. 3 
70468 : — Sellers has ruled. 841,350,000 kw.-hr., compared with 3,- Sept. 15 4,106 Sept. 16 4.395 sone ts 4359 
‘ exemption of a federal agency 984,608,000 kw.-hr. during the preced- ‘**P* ® 3.909 Sept. 9 4,228 Sept. II 4,229 
0M state . . 3 ‘ - 
“a ¢ and local taxation does not ing week. During the week ended Percent Change from Previous Year 
the y to the 70 REA systems in Texas, November 25, 1944, the amount of elec- Week Endi 
1 : ° ° ee 
a. said, because the local co- trical energy distributed amounted to - —oee 
aha retain control over the valu- 4,368,519,000 kw.-hr., this year’s figure jew Eneland wae < — 7 or 7 
' . ; eee: 25. ie — sain 
- o r, that is the use of the prop- representing a decrease of 12.1 percent. one yee ieaneses a - 4 = ‘3 
i ct : . ° p entral Industrial .. — 12. — 12. — 12. 
. — ric cooperatives are exempt All of the major geographical regions West Central... —-44 — ‘a _ i 
‘R hs excise taxes. of the country reported losses for the a ieee soot wd 
ie . i . untain .... — 5. — 0. — 6. 
; able See oe is = estimate avail- week ended November 24, as compared Pacific Coast ...... —50 -—123 — Wa 
le taxa i Ss i ee . — —_— —— 
e value of the co-ops. with the corresponding week last year. Total United States — 12.1 — 105 — 102 
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New Engineering Duties 
Assigned to Champlin 


\. P. Champlin has recently assumed 
the duties of superintendent of electric 
distribution and transmission of the 
Southern Indiana Gas & Electric Co.. 
Evansville, to succeed B. V. Bosard, 
retired. 

Mr. Champlin’s first position in the 
utility industry was with the Galesburg 


A. P. Champlin 


(Ill.) Railway & Light 
meter department. After serving a brief 
period with the Galesburg company, he 
was made superintendent of meters for 


the 


Co. in 


all the Illinois Service Co.’s properties, 
and eventually was transferred to the 
general engineering department of that 
organization, 

Later Mr. Champlin served with the 
Wisconsin Gas & Electric Co. as superin- 
tendent of its electrical division, in 
charge of all substations and_ trans- 
and lines. When 
the Illinois Power Co. needed a man to 


mission distribution 
supervise projects which involved the 
transfer of overhead to underground 
distribution systems, they called upon 
Mr. Champlin to take charge of the 
job. He remained with Illinois Power 
until joining Southern Indiana Gas & 
Electric. 
o 

> Rosert B. Evuiorr has been named 
chief of the Bonneville Power Adminis- 


tration’s utilization section. Before join- 
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ing Bonneville. Mr. Elliott served with 
WPB as head of the Office of Civilian 
Requirements for Oregon and southern 
Washington. He has had 18 years’ ex- 
perience in the utility sales field, In his 
new position, Mr. Elliott will direct and 
co-ordinate plans and programs to in- 
crease use of Columbia River power for 
residential, rural and commercial pur- 
poses, agricultural and irrigation de- 
velopment and research. 


McCaughey Appointed 
Manager of NAWB 


P. E. MeCaughey. who has just been 
the U. S. Army after 
three years of active duty. has been ap- 
pointed manager of the National Ade- 
quate Wiring Bureau. A graduate in 
electrical engineering of the University 
of Michigan. Mr. MeCaughey 
the Cutler-Hammer Co.. 
mained for nine years, progressing from 


released from 


joined 
where he re- 


student engineer through various posi- 
tions to sales engineer. acquiring also 
administrative He 
then took charge of the Adequate Wir- 
ing Bureau in St. Louis. 

When the Government issued the Crit- 
ical Materials List at the outbreak of 
the war. as a part of the Conservation 
Program. Mr. McCaughey evolved the 
“Engineered Wiring Plan.” which made 
it possible to wire homes adequately. 
thus serving the public and at the same 
time aiding the Government. This idea 
was nationalized through the Bureau 
and was responsible for the saving of 
One of 
Mr. McCaughey’s responsibilities in the 
(Army. where he attained the rank of 
captain in the Signal Corps. was the 
supervision of procurement of approxi- 
mately $700.000,000 of electrical, elec- 
tronic and other equipment. 


some experience. 


hundreds of tons of copper. 


* 
s.°S. 
neer. gas and electric division, Califor- 
nia Railroad San Fran- 
cisco, has become consulting engineer 
on public-utility questions for Charles 
C. Bowen & Co., management consult- 
ants, San Francisco. Mr. Bloom is a 
graduate of the University of Idaho. 


Bioom, formerly senior engi- 


Commission. 


Ohio Edison Names New 
Merchandise Dept. Head 


Tschumi ap- 
pointed general supervisor of appliance 
sales and service of Ohio Edison Co. 
with headquarters at Akron. 


George P. has been 


G. P. Tschumi 


The department of which Mr. Tschu- 
mi is now the head has general super- 
vision of the merchandise operations of 
the company. including the -tandard- 
ization of sales policies, planning of 
sales activities, training of salesmen, 
contacts with appliance manufacturers 
and other matters pertaining to the 
promotion, sale and service of appli- 
ances by the company. 

Mr. Tschumi has been an employee 
of Ohio Edison Co, and its predeces 
sors for more than 23 years. having 
become identified with the Norther 
Ohio Traction & Light Co. in 1922. 
In 1930. following the formation of 
Ohio Edison Co.. he was named mer 
chandise for its Akron Di 
vision, which also included supervision 
of appliance service activities. He con- 
tinued to serve in this capacity until 


manager 


his present promotion. 

G. H. Thayer, who has been acting 
superintendent of appliance sales and 
service in the Youngstown. Division 
of the company, has 
Tschumi as superintendent of appliance 
sales and service in the Akron Division. 


succeeded Mr. 


> Richard LINCOLN, executive a-sistall 
to John T. Ward. vice-president. Bostod 
Edison Co.. and formerly superintend 
ent of the merchandising department. 
has been transferred to the position ? 
executive assistant to the company® 
newly appointed general sales manage! 
George C. King. Ratpu A. Powers has 
been appointed head of the newly 
ganized meter service division, whic! 
combines the meter technical and re 
ords divisions. He has been succeeded 
in his late position as head of the mete 
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and installations division of the trans- 
mission and distribution department 
by Ratpu F. Lorp. 


Arkansas Power Elects 
Minnis Vice-President 


(See Front Cover) 


Hal F. Minnis has been promoted 
from operations manager to vice- 


president of Arkansas Power & Light 
Co.. to work jointly with Vice-President 
R. E. Ritchie in carrying out a $20.,- 
000.000 expansion program of the com- 
pany. 

A graduate of the University of 
kansas 
Minnis 


Ar- 
Mr. 
\rkansas 
Power & 1924 at Louann. 
Later he local manager for 
the company at Stuttgart and then was 
appointed the 


was 


College of Engineering, 


began work with 
Light in 


became 





manager of 
He 


made operations manager in 1941. 


division 





Northeast division at Searcy. 
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LAURENCE A. DUNN, recently made 





the 
New Haven 


merchandise manager of 
Illuminating Co., 
Bridgeport, Conn. 


United 


and 












> Harry A. Lee has been named sales 
manager of the San Francisco division 
of Pacific Gas & Electric Co. His ap- 
pointment will become effective Janu- 
ary l. Mr. Lee started with the com- 
pany in 1922 and has since been sales 
manager in the Red Bluff and Stockton 
divisions. He will succeed FRANK TAL- 
“OTT, who is retiring after 39 years of 
service, 















PApE 7 ILLES. 


é electrical engineer, War 
Research P 


, roject, University of Califor- 
na. Berkeley, has joined the staff of the 
Pacific Gas & Electric Co.. San Fran- 
“isco. A graduate of the University of 
California, Mr. Tilles entered the test- 
Ng laboratories of the City of Los An- 














geles (Calif.) Bureau of Power and 
Light in 1928. In 1930 he became a 
teaching associate for the University of 
California and subsequently was made 
an instructor. He did electrical plan- 
ning and design for the Los Angeles 
Bureau of Power & Light in 1936 and 
in the same year was appointed student 
counselor for the University of Cali- 
fornia Branch of the American Insti- 
tute of Electrical Engineers. 

> James B. ReEEDER, commercial man- 
ager of Southwestern Gas & Electric 
Co., Shreveport, La.. has resigned to 
become sales manager for the Howard 
Crumley Chevrolet, also in Shreveport. 
Mr. Reeder has worked in the south- 
western territory since 1926, both with 
utility companies and with electrical 
appliance manufacturers and dealers. 


OBITUARY 


J. E. Aldred 
iL & 


the field of hydroelectric development, 
died on November 21 at the Garden City 
Hotel. Garden City. L. I. He was one 
of the founders of the Shawinigan Water 
& Power Co. Out of this early develop- 
the the St. 
Maurice River in the Province of Que- 


Aldred. one of the pioneers in 


ment of water power of 
bee this Canadian company grew to be 
one of the largest producers and dis- 
tributors of hydroelectric power in the 
world. Mr. Aldred was for many years 
chairman of its board. He served at 
various time on the boards of the Mon- 
treal Light Heat & Power Co. and the 
Quebec Power Co. 

In 1910 Mr. Aldred and his associates 
organized the Pennsylvania Water & 
Power Co. and directed the development 
of its hydroelectric and steam plant on 
the Susquehanna River at Holtwood. 
Pa. He was chairman of this com- 
pany’s board from 1910 to 1938. From 
1910 to 1938 Mr. Aldred was chairman 
of the board of the Consolidated Gas 
Electric Light & Power Co. of Balti- 
more. 

In the twenties he opposed the forma- 
tion of wide-flung holding companies, 
and under his guidance both the Con- 
solidated Company of Baltimore and the 
Pennsylvania Water & Power Co. con- 
tinued as independent operating com- 
panies. 

Mr. Aldred organized the Safe Har- 
bor Water Power Corp. With his as- 
sociates he developed the Pennsylvania 
Water & Power Co.’s transmission lines 
into a regional high tension network, so 
interconnected and coordinated with 
steam supplied electric distributing com- 
panies as to form a regional power pool. 

Mr. Aldred organized the Interna- 
tional Power Securities Corp. and a 
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number of years ago was a director of 
the Union d’Electricite of Paris and of 
the Edison Co. of Milan. He established 
the former banking firm of Aldred & 
Co. with offices in New York, London, 
Paris and Montreal. 

Mr. Aldred was born in Lawrence, 
Mass., 82 years ago. 


> F.C. Rick, who had been identified 
with the utility industry in the south 
and southwest for a number of years 
until his retirement this year. died on 
October 30 in South Miami, Fla. Mr. 
Rice became associated with the Missis- 
sippi Power & Light Co. in 1918 as 
chief engineer of the steam plant in 
Vicksburg. leaving the 
utility in 1925 to go to Cuba _ with 
Electric Bond & Share Co. After two 
years Mr. Rice returned to the States, 
engineer with the South- 
western Gas & Electric Co. at Eldorado, 
Ark. He rejoined Mississippi Power & 
Light Co. in 1932 as chief engineer of 
the plant. the position he occupied until 
his retirement. 


Mississippi 


becoming 


> James N. 
Bristol Gas 


GANNON, founder of the 
& Electric Co., Bristol, 
Va.. died on November 17 in a Bristol 
hospital. He He 
established the utility company 52 years 
ago and it generated the first electric 
power sold for public consumption in 
Bristol. He was considered an authority 
on and gas rate structure, 
needs and other funda- 
mental matters incidental to the growth 
of the city. of which he was a former 
mayor and former manager. After form- 
ing the first Bristol Electric Co.. Mr. 
Gannon disposed of it to New York 
interests. Later he organized the Gan- 
non Electric Co.. which he 
until he retired from 
in 1923. 


was 82 years of age. 


electric 
waterworks 


operated 


active business 


> Fart B. Beacu, founder and head of 
the Earl B. Beach Co., Pittsburgh, Pa., 
died suddenly of a heart attack on 
October 20. Mr. Beach was a native 
of Pittsburgh and established the Earl 
B. Beach Co. in 1916. The company 
specializes in the sales of electrical in- 
sulating material. some 
manufacturers as agents and others on 
a jobbing basis. 


representing 


P Lawrence G. HaAnpwerk, Harris- 
(Pa.) district manager of the 
Pennsylvania Power & Light Co.. died 
recently at his home in Camp Hill. Pa., 
after suffering a sudden heart attack. 
He was 48 years of age. Employed 
by the Pennsylvania Power & Light Co. 
since 1920. he was Harrisburg district 
manager since 1930. 


burg 
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135 Manufacturers 


in Lighting Jubilee 


The Victory Lighting Jubilee, which 
was held in New York this week, was 
the first occasion on which there was 
assembled in one exposition the com- 
plete range of light sources and equip- 
ment for commerce, industry and the 
home. The exposition had as its basic 
purpose the submittal of the important 
current production and post-war think- 
ing and design of the lighting industry 
for immediate acceptance of the trade 
and, secondly, to speed up lighting 
equipment production and employment 
during the critical reconversion period. 

One hundred and thirty-five manufac- 
turers of lighting equipment for homes, 
stores, offices and factories created and 
maintained booths which contained ex- 
hibits of all types of light sources and 
their fixtures. 

One feature of the exposition was the 
General Electric exhibit which con- 
tained over 2,000 different kinds and 
sizes of lamp bulbs and tubes. On dis- 
play in this same exhibit were "the 
original architects’ drawings used _ in 
the company’s lighting booklets plan- 
ning more attractive, efficient and 
healthful lighting in the nation’s homes, 
offices and industrial plants. 

Interesting educational exhibits were 
presented by the RLM Standards In- 
stitute for industrial lighting equip- 
ment, the American Home Lighting In- 
stitute for residential lighting fixtures, 
Certified Lamp Makers for portable 
lamps, Electrical Testing Laboratories 
for independent laboratory testing of 
light sources and lighting equipment, 
and Fleur-O-Lier Manufacturers for 
commercial lighting. 

Bruce Barton of Batten, Barton, Dur- 
stine and Osborn opened the Jubilee 
with an address whose basic theme was 
work and co-operation. He stated: “If 
we think that we can live on our past 
without unity or hard work, we are 
going to wake up some day to find we 
are no longer on top.” 

Continuing this theme, he added: “If, 
on the contrary, we close our ranks and 
go to work—harder than ever because 
we must make up for the wealth that 
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ANUFACTURING 


the war destroyed—then we face the 
greatest prosperity and greatest oppor- 
tunity for world leadership that any na- 
tion has ever known. Work is the se- 
cret; work and unity. Without these 
our strength disintegrates and our 
wealth becomes merely printed paper.” 


Plans $500,000 Plant 


Kingston Products Co., is planning a 
new plant for the manufacture of com- 
mercial and domestic electrically oper- 
ated stokers to be completed in Tipton, 
Ind., in December and to enter produc- 
tion on January 1. Cost of construction 
and equipment will be $500,000, accord- 
ing to B. M. Guthrie, president. 


Ratify Ken-Rad Plan 


Dissolution plan of the Ken-Rad Tube 
& Lamp Corp., was formally ratified 
at a recent meeting of stockholders, fol- 
lowing sale of the corporation’s prin- 
cipal assets to General Electric Co. and 
Westinghouse Electric Corp. 





Laytex Placed Again 
on Production List 


Electrical wire insulated with natura] 
rubber latex is back on the civilian 
production list after a three and one. 
half year wartime blackout, A. S. Basil, 
chief engineer of the wire and cable 
division of United States Rubber Co., 
announced recently at the opening of 
the 50th annual convention of the Inter. 
national Municipal Signal Association 
in the LaSalle Hotel, Chicago. 

In resuming production of this wire 
—known by the trade name Laytex— 
the company will utilize natural rubber 
formerly set aside for the insulation 
of wire for the armed forces, Mr. 
Basil stated. During the war the Army 
and Navy used more than one and 
one-half million miles of the wire, 
enough to encircle the earth’s equator 
60 times, he said. 

Laytex wire is insulated by running 
the conductor through a bath of liquid 
rubber, This process makes the fin- 
ished wire lighter in weight and smaller 
in diameter and it insures the centering 
of the conductor. “he other insulation 
method in general use consists of ex- 
truding the insulation on the conductor 
in plasticized form. 

One of the most important post-war 
applications of the new wire is expected 
to be in the field of fire alarms, police 
signal and traffic control cable for 
remodeling and expanding municipal 
signal systems, Mr. Basil said. The 
small diameter of the wire permits 
the addition of many new circuits with- 
out increasing the size of existing 
conduits. 


iti. a a 






FOUR-MAN TEAM—P. R. Mallory & Co., Inc., of Indianapolis, recently appointed ¢ 
four-man team to work with distributors in the application of company’s products 
to the industry. The team is composed of Byron Deadman, P. Newton Cook, Howard 
W. Sams (who will supervise and coordinate the activities of the group), and 
Ralph B. Roberts. 
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N.E.W.A. Group Probes 
Industry Problems 


Problems of major interest to elec- 
trical wholesalers, many in the form of 











































; committee reports, were reviewed at 
e. | the recent two-day meeting in New 
‘ York of the Executive Committee of 
Je | the National Electrical Wholesalers 
. Association, Charles G. Pyle, managing 
of director, has announced. 
- Reports submitted included develop- 
on | ments in OPA’s price absorption polli- 
cies, the surplus materials situation, 
re [y revision of by-laws and revision of the 
__ § suggested uniform accounting system. 
a A comprehensive program planned 
on & by the Catalog Committee to make elec- 
fr, § ‘tical wholesalers’ catalogs more ef- 
my fective for on-the-spot selling was dis- 
nd @ cussed in detail. The advisability of 
re, | giving further consideration to the de- 
tor _& Yelopment of a “hiring technique” pro- 
gram which might include aptitude 
ing & tests was analyzed in view of the indus- 
uid & tty’s need for thousands of well qualified 
fin. @ employees. 
ller e 
- OPA Increases Net Prices 
ex- for Fibre Conduit, Pipe 
- An increase of 11.5 percent in manu- 
i facturers’ maximum net prices for elec- 
sted & ical fibre conduit and fibre pipe has 
ice been announced by the Office of Price 
. Administration. The increase became 
‘pal effective November 21, and the dollar- 
The and-cent amount may be passed on to 
ais buyers by all resellers. 
vith: An increase of 11.5 percent is neces- 
sting SY OPA said, to give manufacturers 
the same average dollar earnings they 
enjoyed during the base period of 1936- 
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Jack & Heintz, Inc., Plans 
to Build Refrigerators 


Jack & Heintz, Inc., Cleveland, plans 
the manufacture of a new-type gasoline 
engine, refrigerators and possibly auto- 
mobiles, William S. Jack, president, 
recently announced. Mr. Jack said 

€ company would produce some re- 
frigerators before the end of 1946. 










































































Moves and Changes Name 


Announcement has been made that 
the Camden Stud Welding Corp. has 
moved to Toledo Avenue and East 28th 
ty Lorain, Ohio. All sales, manufac- 
luring and administrative activities will 













































ed @ . Conducted at the new location. Ef- 
ducts F'Ctive October 15, the name of the 
ward B°'Poration was changed to Nelson Stud 





Welding Corp. 
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Field Reports on Business 


Utility construction work in industrial areas is calling for considerable switch- 


gear equipment and power connectors. 


Government power and reclamation 


projects, with their continuing construction programs, represent a significant 


share of electrical requirements. 


Under the impetus of Christmas shopping, 


retail trade continues well ahead of last year. 


PACIFIC COAST 


The October regional volume of build- 
ing permits for seven western states is 
$46,557,363, a 23 percent increase over the 
previous month and 250 percent over Oc- 
tober last year. All seven states partici- 
pated in the increase. 

Industrial developments include major 
food processing plants at Hughson and 
Salinas, Calif., both under construction; a 
$1,000,000 ice plant for the latter city, also 
under way; and plans for the first $1,250,- 
000 block of an ultimate $4,000,000 glass 
container factory for Ball Bros. at El 
Monte, near Los Angeles. 

New government work announced covers 
permanent administrative buildings cost- 
ing $1,015,000 at Terminal Island drvdocks; 
allotments of $1,680,000 and $1,200,000 re- 
spectively for Veterans Hospitals at Port- 
land and Roseburg, Ore.; and a low bid 
of $790,000 for reserve fleet berthing at 
Mare Island. 

Federal funds have been allotted for 
initial planning of municipal power sys- 
tems in Wickenburg, Ariz., and Nephi, 
Utah. 3,500 poles and crossarms, line ma- 
terial and wire in proportion will be needed 
for the 320-mile $450,000 network around 
White Salmon in Klickitat County, Wash. 

Allis-Chalmers was low on a group of 
500 kva. transformers, wattmeters, and a 
600 amp 115 kv. circuit breaker for Rio 
Grande project at Alamagordo, N. M. 


NEW ENGLAND 


Taunton (Mass.) Municipal Light Dept. 
will expend $275,000 on a development 
program to start at once. This includes 
7 major projects relating to the 13.2-kv. 
distribution system, substation improve- 
ments, additional downtown network fa- 
cilities, underground extensions, and steam 
plant auxiliary equipment. Further engi- 
neering study of system development has 
also been authorized. Decorative Christmas 
lighting will be resumed this month. 

Holyoke (Mass.) Municipal Light Dept. 
is considering replacement of an obsolete 
4000-kva steam turbine unit with a new 
5000 or 7,500-kv. machine. Plans for tele- 
vision installations in New England broad- 
casting stations are moving ahead. Last 
week FCC allotted broadcasting channels 
to five stations in this area. Repertory 
Theatre Inc., Boston, is to be renovated 
and equipped for television broadcasting. 
Plans for constructing a $500,000 broad- 
casting station for WCOP, Boston, have 
been completed; these include the estab- 
lishment of a downtown studio with pub- 
lic assembly rooms. Boston & Maine R.R. 
is installing microphones and amplifiers in 
the Springfield (Mass.) Union station. Bos- 
ton & Worcester Lines, operating bus serv- 
ice between these two cities has started 
construction of a bus terminal in Park 
Square, Boston. 

Westinghouse Electric is expanding pro- 
duction of fans at its East Springfield 
(Mass.) works for the civilian market. 

Private contractors are planning to build 
many new homes in New England this 
winter, but handicaps in the way are short- 


ages of labor and building materials. cone 
looked-for electrical appliances are limite 
to electric irons which appeared last week 
in fair quantities at one store, and war 
surplus electrical goods. 


CHICAGO 


In the heavy electrical equipment field, 
particularly switchgear, potheads and power 
connectors, demand is heavy, especially 
from utilities doing installation work - in 
industrial areas. Business is somewhat be- 
low the war peak of 1943, but is better 
than it has been in the more recent period. 
Industrial activity in the South accounts for 
a large proportion of orders for electrical 
supplies produced in this area, although the 
Midwest is holding its own. Government 
power and reclamation projects, with their 
continuing construction programs, repre- 
sent a significant share of current electri- 
cal requirements. The trend is toward 
installation of equipment capable of han- 
dling heavier loads than ever before. 

Chief factors limiting business are the 
shortage of labor and the uncertainty of 
price movements in supplies. Dealers in 
and manufacturers of equipment, not know- 
ing what prices of materials will be for 
more than 90 days hence, are putting spe- 
cial protective clauses in their orders. 

Electrical contractors were given some 
hope for improvement in the home build- 
ing situation by spring when speakers at 
the Chicago Metropolitan Home Builders 
Association meeting predicted that the avail- 
ability of materials would ease consider- 
ably, contingent, however, on a better labor 
supply. This was applied particularly to 
lumber, brick, plumbing and gypsum. Un- 
der present conditions, work that should be 
finished in 60 to 120 days generally re- 
quires six months, because of the combined 
inadequacy of material and labor supply. 
Municipal authorities meeting here pre- 
dicted that only 500,000 non-farm dwelling 
units will be built between now and the 
end of 1946. 


NEW YORK 


Present conditions indicate that it may 
be next March or April, instead of Janu- 
ary 1, before productien of home electrical 
appliances attains 1941 levels, according 
to reports in the industry. It was estimated 
that appliances available for Christmas sell- 
ing will run less than 25 percent of the 
output that “could have been reached” if 
reconversion had moved swiftly. 

Civil engineering construction volume in 
continental United States last week totaled 
$46,143,000 for the short (four-day) week 
ending November 22, 1945, as reported to 
Engineering News-Record. This volume was 
40 percent below the preceding week’s 
volume, but 99 percent greater than the 
volume of the corresponding week of 1944, 
The more representative comparison is 
found in comparing the 1945 and 1944 
cumulative totals for the 47-week period. 
The week’s construction brought the cumu- 
lative volume to $1.991,777.000; 24 per- 
cent greater than the $1,600,543.000 re- 
corded for the 47-week period of 1944. 











SEC DECISIONS—HEARINGS 





The Securities and Exchange Com- 
mission recently issued a series of orders 
affecting electric utility companies. 


COMMONWEALTH & SOUTHERN Corp.’s re- 
organization plan, which was approved by 
the commission recently, remained undis- 
turbed by the petition of counsel for a group 
of common stockholders for a rehearing on 
the order, when the commission denied the 
application. 


NracarA Hupson Power Corp. has been 
granted permission to solicit proxies in con- 
nection with the proposed reduction of the 
par value of its common stock from $10 a 
share to $1 a share so as to create capital 
surplus to be available for any adjustment 
of the carrying value of the company’s 
investment in its subsidiaries and the con- 
version of reacquired shares of first pre- 
ferred stock, 5 percent series, into shares 
of common stock. 


MiLwauKkeeE Evecrric Ramway & TrANs- 
port Co., a wholly owned subsidiary of 
Wisconsin Electric Power Co., has been 
granted permission to redeem on December 
1 this year, at par plus accrued interest, 
$800,000 of its first mortgage 4 percent 
bonds owned by its parent. 


Applications Filed 


AmerIcAN Gas & Execrric Co. has re- 
quested the commission to approve its pro- 
posed purchase of all of the 200,000 shares 
of new common stock to be issued by In- 
diana Service Corp. as part of its program 
of corporate simplification, details of which 
were filed with the SEC. American Gas 
will pay $4,500,000 for the stock, plus cer- 
tain adjustments. As soon as it is reason- 
ably practicable, the commission was told, 
American Gas will cause Indiana Service to 
dispose of all transportation, gas and water 
business and property to its merger into 
Indiana & Michigan Electric Co. 


Great Lakes Utitities Co. has requested 
commission authority to sell to Frederic E. 
Zeuch of Chicago for $660,100 in cash its 
holdings of $525,000 principal amount of 
first mortgage 6 percent gold bonds, Series 
A, due May 1, 1942, and 1,900 shares of 
common stock of Ohio Gas Light & Coke 
Co. The purpose of the sale is to satisfy 
in full the claims of Great Lakes’ bond- 
holders so that the system may be liquidated 
and dissolved. Great Lakes also asked 
commission approval of the proposed sale 
of Paxton Gas Co., of all its property, rights 
and franchises to Rochelle Gas Co. for an 
amount equal to their net book value. Pax- 
ton will use the proceeds and other cash 
to pay off its current and accrued liabili- 
ties and other unpaid indebtedness to Great 
Lakes, which is the parent of both com- 
panies. 


Cities Service Co. has asked the com- 
mission to approve its proposed purchase 
for retirement of $8,489,372 of its deben- 
tures of which $7,789,372 now are owned 
by its subsidiary, Cities Service Oil Co. 
(Pa.), and $700,000 are owned by another 
subsidiary, Sixty Wall Tower, Inc. 


CoMMONWEALTH & SOUTHERN Corp. has 


requested SEC authority to pay on Jan. 2, 
1946, to holders of record December 7 a 


dividend—of $1.50 a share, or an aggregate 
of $2,223,000 on the outstanding shares of 
its preferred stock. 


Unrrep Corp. has filed an application for 
authority to reduce its authorized no par 
value common stock from : 24,000,000 to 
18,261,551 shares of $1 par value, and to 
reduce its authorized preference stock from 
5,000,000 to 1,214,700 shares of $5 par 
value. United advised the commission that 
it desired to consummate the proposed 
transaction because the “change to par 
value stock would substantially reduce the 
amount of the declarant’s liability to the 
State of New York for any additional li- 
cense fee in the event that declarant opens 
an office in that state.” At present, the 
corporation stated, its management be- 
lieves it will be advantageous for United 
to open an office in New York City as soon 
as possible. 


CentrRAL New York Power Corp., a 
Niagara-Hudson Power Corp. subsidiary, 
has filed a proposal to issue its promissory 
note in an amount not to exceed $1.900.- 
000 to Guaranty Trust Co. of New York, 
and use the proceeds to make open-market 
purchases before December 31 of the out- 
standing $1,900,000 principal amount of the 
Syracuse Lighting Co.’s fiftv-year 5 per- 
cent bonds, due June 1, 1951, at a maxi- 
mum price of 123 percent plus interest 
from December 1, 1945. The new note 
would bear interest at 13 percent annually, 
maturing at the rate of one-sixth of princi- 
pal on June 1 from 1946 to 1951, inclusive. 


NaTIONAL Power & Licut Co. has filed 
amendments for its plan of liquidation and 
dissolution and the commission set January 
3 for the reconvening of hearings in con- 
nection therewith. National is an inter- 
mediate holding company in the Electric 
Bond & Share System. The amendments. 
which were joined in by Bond & Share. 
relate to the compromise and discharge of 
various claims involving Bond & Share and 
its wholly owned service subsidiaries, Ebasco 
Services. Inc., and Phoenix Engineering 
Corp.. on one hand, and National, its 
subsidiaries, on the other. National pro- 
poses to distribute to the former preferred 
stockholders of Tennessee Public Service 
Co., the sum of $347,086.08. This sum con- 





UTILITY REPORTS 


Net Income 


1945 1944 

*American Gas & Electric 

"er epee ae $12,527,340 $11,914,161 
*Associated Electric 

Ne eae 2,427,889 2,830,082 
tCarolina Power & Light.. 2,321,896 2,386,594 
*Columbus & Southern Ohio 

Electric ......... . 2,994,113 2,803,638 
*Dayton Power & Light.... 2,234,148 1,547,345 
tNational Power & Light 

and subs .... ati 4,073,352 3,875,556 
*New Jersey Power & Light 1,356,663 = 1,353,100 
*Oklahoma Gas & Electric 2,371,097 2,542,482 
tTexas Electric Service .... 1,921,864 1,337,673 
tTexas Power & Light 2,687,222 2,480,335 
*West Penn Electric 

MOOI Biss oss denotes 5,563,980 5,046,039 





tTwelve months ended August 31. 
*Twelve months ended September 30. 
{Twelve months ended October 31. 





sists of $347,826.08 in cash realized from 
the sale of the assets of Tennessee, over 
and above amounts necessary to discharge 
all known liabilities of that subsidiary, 
Under the compromise agreement Bond § 
Share will pay National $525,000 in cash 
in connection with the full satisfaction of 
any and all claims by National and its 
present and former subsidiaries and_ their 
respective security holders. 


CENTRAL AND SOUTHWEST UTILitIEs Co, § | 
CENTRAL Power & Licut Co. oF Massa. 
CHUSETTs and a new company, the Central fj. 
Power & Light Co. of Texas, outlined to 
SEC in a joint application several trans. 
actions incidental to dissolution of the | 
Massachusetts corporation. The applicants § ; 
stated that it is “desired to have the 
properties and business of Central ( Mass.) 
owned and operated by a Texas corpora 
tion, since all the properties and business 
are located in Texas.” This, it was added, 
“will eliminate the expense and inconven-§ , 
ience of maintaining a Massachusetts cor J 
poration.” The new Texas company, if 
the SEC approves the plan, will acquire 
the properties of the Massachusetts com- 
pany by issuing to the latter 100,000 shares 
of cumulative $100 par value preferred 
stock and 202,170 shares of no par value 
common stock. It also would assume the 
Massachusetts company’s $25,000,000 oi 
first mortgage bonds, Series A, 3} percent, 
due on Nov. 1, 1973, and all other indebted- 
ness. The Massachusetts company would 
then offer for sale “at public bidding, sub- 
ject to the exchange rights of the holder 
of its outstanding preferred stock, the 100, 
000 shares of Central (Texas) preferred 
stock.” On or about next December 3], it 
would call for redemption on Feb. 1, 19%. D 
all shares of its outstanding preferred stocki ]) 
not exchanged at $120 a share and accrued 
dividends in the case of the $7 preferred 
stock, and a $110 a share and accrued div: 
dends in the case of the $6 preferred stock. ele 
The company then would take steps to dis sh 
solve itself; would cancel all shares of it gjj 
preferred stock acquired in exchange 0 tc 

. . . . U0 
by redemption and would distribute in final 
liquidation to its parent, Central and South: the 
west, which holds all of its common stock to 
the 202,170 shares of common stock of the ite 
new Texas company. tin 


Hearings Scheduled 


0 
tl 
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DeceMBER 10: In connection with Electr¢ He 
Power & Light Corp.’s proposal to afford 
holders of its $7 and $6 preferred stock aj 


opportunity to exchange on a voluntary V; 
basis such securities for common stock > "4 
United Gas Corp., a subsidiary. We! 

af] 


DecemBer 11: On Long Island Lightin 
Co.’s plan to consolidate with its subsidigl M 
aries, Queens Borough Gas & Electric Cog afte 
Nassau & Suffolk Lighting Co. ard Long 
Beach Gas Co., Inc., and recapitalize 1 7 


surviving corporation. dey 
* oy 

s ‘ 4 Ma 
Filters Radio Noises var 


Known as a radio noise filter, a ti 
gadget. developed by General Eleq 
tric Co. for making better radio ™ 
ception possible aboard the B-29's, A 
being widely used to eliminate stati¢ Lee 
buzzing in electrical equipment. such a of + 
household appliances. The device haa Wire 
been applied to apparatus such as sof K 
erators, exciters, amplidynes. inverl®™ bolic 
and dynamotors. tinue 


December 1, 1945 © ELECTRICAL WOR!Err, 






jectric 
afford 
ck al 
antary 


ck 0 


ghtins 
ubsidi 
ic Co. 
| Long 
ize. the 


a tin 

Ele 
dio 1 
20's, 
atic | 
such * 
ice ha 
as ge 
sverte 





Acme Electric Sells Plant 
to General Electric Co. 


Announcement has been made by 
the Acme Electric & Manufacturing 
Co.. Cuba, N. Y., of the sale of its 
Clyde, N. Y.. plant to the General 
Electric Co., which will take possession 
on December 1. 

James A. Comstock, vice-president 
of Acme Electric, together with the 
managerial and engineering personnel 
will be moved to Cuba, N. Y.. where 
anew Acme factory containing 40,000 
q. ft. of floor space is being erected. 
This plant will be put in operation 
during the month of December. 

Acme also announces the establish- 
ment of a branch factory at Allegany. 
\. Y., which was formerly a branch 
of the Electrical Reactance Corp. The 
transfer of this plant took place Novem- 
ber 1 and it is being operated by Acme 
at present. 



























Makes Plans to Eliminate 
Man-Made Radio Static 


A forceful campaign to rid radio 
reception of man-made static interfer- 
ence has been announced by Tobe 
Deutschmann, president of Tobe 
Deutschmann Corp., Canton, Mass. 

FCC is intensively studying this entire 
problem at present. The operation of 
deetrical appliances, such as electric 
thavers, food and drink mixers, fans, 
iil burners, sewing machines, etc., is 
tion of tiny filterettes in the appliance 
the source of some of the static. Installa- 
ould virtually eliminate such static, at 


little, if any added cost, the report con- 
tinues 




























Hancock Has New Home 


A new plant now being built in 
Watertown, Mass., by Manning, Max- 
well & Moore, Inc., for the manufacture 
if Hancock valves, inspirators, injectors 
ind ejectors, will be occupied shortly 
iter the first of the year. 

As soon as the executive offices are 
mpleted at the new plant the sales 
lepartment for these products will be 
nNoved from Bridgeport, Conn., to 
Vatertown, with M. S. Palmer as de- 
lartment head. 



















Purchase Kerite Stock 


Announcement has been made that 
le Higginson Corp. has purchased all 
ifthe stock of The Kerite Insulated 
ite & Cable Co., Inc., manufacturers 
‘t Kerite insulation. The established 
Wlicies of the company will be con- 
‘nued, as will the management. 
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Sales Opportunities 


NortH CarotinA—Duke Power Co., 
Charlotte, plans addition to steam-electric 
generating station at Cliffside, including 
installation of new turbine-generator unit, 
about 90,000-hp. rating, high-pressure boil- 
ers and auxiliary equipment. Work is 
scheduled to begin early next year, with 
completion late in 1947, Switchyard will 
be enlarged and extensions made in trans- 
mission lines. Entire project estimated to 
cost about $4,500,000. 


PENNSYLVANIA—Corning Glass Works, 
Corning, N. Y., plans new plant at Tyrone, 
where tract of land has been acquired. It 
will consist of several one and multi-story 


buildings, with machinery and electrical 


equipment for large capacity. A power 
house is planned. Cost reported close to 
$3,000,000. Proposed to begin erection 


soon. H. K. Ferguson Co., Hanna Build- 
ing, Cleveland, Ohio, is engineer and will 


supervise construction. 


Wisconsin—-Consolidated Water Power 
& Paper Co.. Wisconsin Rapids, will begin 
supersiructure soon for new power plant 
at local Biron paper mill, comprising multi- 
story boiler house and turbine building. 
W. F. Thiele is chief engineer for company, 
in charge. 


Orecon-—-Tillamook People’s Utilitv Dis- 
trict, Tillamook, plans about 25 miles of 
33,000-volt transmission lines and power 
substation in connection with new rural 
electric system. Work will be carried out 
early next year. Entire project is estimated 
to cost approximately $600.000. T. C. 
Smith, 155 Morse St., Corvallis, is consult- 
ing engineer. 


ARKANSAS—-Minnesota Mining & Mfe. 
Co., 900 Fauquier Ave., St. Paul, Minn., has 
purchased tract of about 100 acres of land 
in College Station district, Little Rock. 
to be used as site for new branch plant 
for manufacture of roofing granules. It 
will consist of a main building for proces- 
sing and general production. with several 
smaller structures for miscellaneous serv- 
ice. Machinery and electrical equipment 
will be installed for large capacity. A 
boiler house and 


power substation are 
planned. Cost estimated over $1,500,000. 
Company also will develop local quarry 


land for raw material supply, with ma- 
chinery installation for mill requirements. 
Proposed to begin erection early in 1946. 
It is understood that Toltz. King & Dav. 
Inc., Pioneer Building, St. Paul, is archi- 
tect and engineer for project. 


WasHincton—Bureau of Reclamation, 
Denver, Colo., will receive bids until Decem- 
ber 10, for nine hvdraulic hoists for pen- 
stock gates, including one set of erection 
equipment, for installation at Grand Coulee 
Dam, Columbia Basin project. Equipment 


will be installed by government (Specifica- 
tions 1124). 


Texas—Brazos River Conservation & 
Reclamation District, Temple, has plans 
under way for proposed power dam and 
hydroelectric power plant and reservoir on 
Lampasas River, vicinity of Belton. En- 
tire development estimated to cost about 
7,500,000, including switchyard, transmis- 
sion lines, power substation and other fa- 
cilities. Ambursen Engineering Corp., 295 
Madison Ave., New York, N. Y., is engi- 
neer for dam structure. 


Connecticut Connecticut Light & 
Power Co., Hartford, has plans maturing 
for new addition to Devon generating sta- 
tion, Milford, about 78 by 157 ft., with in- 
stallation of equipment for increased out- 
put. Work will begin soon. United Engi- 
neers & Constructors, Inc., 1401 Arch St., 
Philadelphia, Pa., is engineer, and will 
supervise construction. 


Ou1to—-Fisher Body Division, General 
Motors Corp., General Motors Bldg., De- 
troit, Mich., has completed plans for new 
plant near Hamilton, consisting of a main 
two-story building, about 1,200,000 sq. ft. 
floor space and several auxiliary structures. 
Machinery and electrical equipment will be 
installed for large capacity. A main power 
substation is planned, with transformer sta- 
tions in different parts of works. A boiler 
house will be built. Entire project is re- 
ported to cost in excess of $4,000,000. Work 


on superstructure will begin soon. 


Anizona-Bureau of Reclamation, King- 
man, will receive bids until December 21 
for construction of Davis dam and power 
plant, Davis Dam Project, Arizona-Nevada, 
on site on Colorado River about 30 miles 
west of Kingman, including penstocks, gate 
hoists for penstock fixed-wheel gates, gate 
hoists for spillway fixed-wheel gates, trash- 
racks, bulkhead gates and other equipment, 
all as per plans and specifications on file 
(Specifications 1130). 


Inp1IANA—Board of Public Works, Clin- 
ton, has plans under way for electrification 
of waterworks pumping station for munic- 
ipal water system, including niotor-driven 


. pumping units, controls and auxiliary equip- 


ment. Proposed to ask bids soon. Clyde 
R. Merrick, 4626 Carson St.. Indianapolis, 
is consulting engineer. 


Intinois-—Hibbard, Spencer & Bartlett 
Co., 18 South Michigan Ave., Chicago, hard- 
ware products, plans new one and two- 
story plant at Howard St., and McDaniel 
Ave., Evanston, with machinery and elec- 
trical equipment for large capacity. Cost 
reported over $2,500,000. Engineering Sys- 
tems, Inc., 221 North LaSalle St., Chicago, 
is architect and engineer. 


Connecticut—American Cyanamid Co., 
Plastics Division, Wallingford, plans ex- 
pansion in local plant for production of 
amino type plastics, including several new 
buildings, with machinery and electrical 
equipment for large increased capacity. 
Program will be carried out over period 
of about 12 months, with total cost re- 
ported close to $2,000,000. Main offices are 
at 30 Rockefeller Plaza, New York, N. Y. 


Ruope Istanp—Narragansett Electric 
Co., Providence, has plans for installation 
of smoke abatement equipment in local 
generating station on Manchester St., with 
work to be carried out over a period of 
several months. Total cost reported in 
excess of $3,000,000. 


Inptana—Public Service Co. of Indiana, 
Indianapolis, plars primary and secondary 
lines for rural electrification in parts of 
Clay, Vermillion and Vigo counties. Pro- 
gram will be carried out in cooperation 
with Clay County Rural Electric Member- 
ship Corp., Brazil. 













life than the blown type since it has uni- 
form thickness, is annealed to eliminate 
strains, and has a smoothly finished edge. 
The globe can be used with a newly de. 
signed holder as well as with form 81 and 
101 luminaires. The new holder is com 
pletely interchangeable and is said to re 
sult in a dust- and weather-tight seal. 












Immersion Heater 









Circuit Breaker 


Magnetic circuit breaker: 3-pole; 50 amp.; 
120 to 230 volts a.c. or 250 volts d.c.; 5% in. 
long, 2 11/16 in. high and 3 in. wide. Heine- 
a Se Breaker Co., 103 Plum St., Tren- 
ton, ow 


A 3-pole breaker, which has three trip 
units that act immediately on short circuit 
or heavy overload, has incorporated a true 
inverse time delay in a hermetically sealed 
unit which allows the passage of short dura- 
tion current surges. Continued overload in 
any one leg is reported to open the three 
trip units simultaneously in time inverse to 
the ratio of the current. 


High voltage disconnect switch: may be hand 
or solenoid operated; completely inclosed in 
6 in. x 4/2 in. x 4 in. iron box. Simco Co., 


4929 York Rd., Philadelphia, Pa. 


Switch is used to disconnect static 


eliminators automatically (as the machine is 
shut down) on those machines in which the 


22 


eliminators are fed from a central source. 
The cables are brought in to the box 
through porcelain bushings. The box can 
be mounted directly on the machine. 


Bs 
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Type "TUF-20" triode tube; ratings up to 250 
MC; Micalex base; grid to plate capacitance, 
3.6 mmfd.; grid to filament, |.8 mmfd.; plate 
to filament 0.095 mmfd.; amplification factor, 
10; filament 6.3 volts a.c. or d.c. at 2.75 amp.; 
max. plate power, 750 volts at 0.075 amp.; 
plate dissipation, 20 watts; approximate car- 
rier output, 40 watts at 115 Mc. Taylor 
Tubes, Inc., 2312 Wabansia Ave., Chicago, Ill. 


Tube is said to operate at full ratings 
up to 250 Mc. and at reduced ratings for 
higher frequencies. Among the features re- 
ported are Nonex glass envelope, a tantalum 
plate, and instant-lighting, thoriated fila- 
ment. ,It is reported as adaptable to mo- 
bile application. 
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Pressed Globe 
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No. 232 pressed globe: for use with company's 
form 81 and 10! luminaires; clear glass. 
General Electric Co., Schenectady, N. Y. 





Globe was designed to reduce _ utility 
maintenance expense and to improve ap- 
pearance. The globe is shorter than former 
designs and is expected to have a longer 





BUYING ELECTRICAL EQUIPMENT?— 
McGraw-Hill's Electrical Buyers Reference 
is a convenient place to look first for 
manufacturers’ product data, names and 
addresses. 
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Chromalox type DH electric immersion heater: 
115 or 230 volt; sizes up to 5,000 watts. Edwin 
L. Wiegand Co., 7513 Thomas Bivd., Pitts- 
burgh 8, Pa, 
















Unit is designed for heating greases, solid 
oi! and other compounds supplied in 55-gal. 
drums or similar containers. Uniform leat: 
ing of material is secured by placing the 
heater in the drum and allowing it to melt 
its way to the bottom. An adjustable ther- 
mostat limits the operating temperature to 
a preset point. It has a large circular heat- 
ing element and steel risers which permit 
all electrical connections to terminate in @ 
standard conduit box for convenience of 
wiring. An eyebolt at the top of the assem- 
bly permits easy handling. 























Magnetic Separator 


Non-electric magnetic separator: 7 in. wide, 
any desired length. Eriez Mfg. Co., 102! East 
12th St., Erie, Pa. 































A non-electric magnetic separator, which 
was designed to remove the iron and steel 
particles from coal and which can be sub- 
merged in a circulatory oil system to re 
move ferrous particles from turbine oils, 
has a stainless steel working surface. It 
has an insulation strip of non-magnetic 
stainless steel around the work surfaces to 
prevent magnetizing the steel on which it is 
mounted. The unit is said to resist rust 
and corrosion. 


Meter 
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Type "'RM82" radioacitivity "R' meter: em 
closed in two II in. x 8 in, x 8 in, steel cases; 
operates from I15-volt, 60-cycle circuit. Rowe 
Radio Research Laboratory Co., 2422 N. Pu: 
laski Rd., Chicago 39, Ill. 












Meter is used for measuring, directly, 
very weak radiations from smal] quantities 
of radioactive materials. [t is said to 
indicate values from 0.000091 to 20.0 “R 
units. The unit has five ranges which ate 
selected by pushbutton 
















1945 @ ELECTRICAL WORLD 








